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Message Text 


TAGS: TECHN, ENRGY 

SUBJECT: REFERENCE PARIS 09700 
R. GERALD LEIGHTON, ASSISTANT DIRECTOR FOR 
COMMUNITIES AND BUILDINGS ENERGY SYSTEMS WILL BE IN PARIS 
THE WEEK OF MAY 15, 1978 AND WOULD LIKE TO MEET WITH 
FRENCH ENERGY CONSERVATION OFFICIALS ON MAY 17. PLEASE 
ADVISE IF SUCH A MEETING CAN BE ARRANGED. 


2. PLEASE PROVIDE AN ORGANIZATION CHART SHOWING NAMES OF 
FRENCH OFFICIALS WHO ARE RESPONSIBLE FOR CONSERVATION 
ACTIVITIES IN THE AREA OF BUILDINGS AND COMMUNITY SYSTEMS. 
IF POSSIBLE. COOPER 
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